NCW 

GLOBAL VENDING 



TECHNICAL INFORMATION 



Machine 
Type 


Zeta 


Model 


All 


T.I. Number: 04120901 UKSD 
Date: December 2004 


Part numbers 


N/a 


Approved 
By Italy 




Subject 


Dolor lock alignment for correct closure 


ISSUED FOR CUSTOMER 


ACTION 




INFORMATION 


X 



It has become evident that when closing the door on the Zeta can machine, it is 
possible that the guide within the inner door can become detached. 
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We advise that if problems are experienced witli tine closing of the machine door 
the inner door is checked to see if the guide is present. 

The part number for this guide Bush is 986000 




ISOLATING DOUBLE DOOR WTT>1 
INDEPENDENT OPEMING 



I EXTERNAL DOOR 
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